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Director, Foreign Broadcast 
Infornation Service 


FBIS-0105/8S 
14 March 1985 


25X1 


Associate Deputy Director 
for Science and 

Technology Ji*; 

Room 6E45, Headquarters 

Attached is latest fron 

□ C/FBIS Bangkok, 25X1 
re the request to the Thai 
Govemnont on status. 

, : Z , 

25X1 


wreis 


l-Urii tU Lu UHL 
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